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1 October 1971 


MEMORANDUM FOR: Director of Special Projects 


SUBJECT : Photo Reconnsissance Systems Report No. 112 


CORONA 


A. Accomplishments 


CR-15 (Mission 1115) B SRV was successfully recovered 
in air on 29 September 1971. The material was offloaded at LMSC 
and transported to Westover AFB for processing. The B tape 
recorder data appears to be normal. 


B. Problems 


The secure command for recovery enable on Mission 
1115-2 was not functioning properly. Normal commanding on 
Rev 307 was unsuccessful and backup lifeboat mode 2 was 
utilized on Rew 308. The primary timer and primary attitude 
control systems were successfully commanded by lifeboat 
mode 2 and recovery completed without further incident. 


C. Projected Status 
1, CRel6. | R-25 backup. 


2. CR-8. Storage preps. 





***NOTICE OF REMOVED PAGES*** 


Pages 2. through 7 are not provided 
because their full text does not contain CORONA, 
ARGON, LANYARD programmatic information. 


